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NEW VENUE FOR MASTER DRA WINGS EXHIBITION 


CLEVELAND — The exhibition Master Drawings from the Cleveland Museum of 
Art, premiering here later this month, will travel to the Pierpont Morgan Library in New 
York, then the Museum of Fine Arts, Houston (replacing the National Gallery of Canada 
at Ottawa as a venue). 

The exhibition’s schedule is now as follows: 

Cleveland Museum of Art (Aug. 27-Oct. 15, 2000) 

Pierpont Morgan Library, New York (May 23-Aug. 19, 2001) 

Museum of Fine Arts, Houston (Fall 2001) 



The exhibition is a rare opportunity to see 120 of the finest examples from 
Cleveland’s choice collection of about 2,700 European and American drawings. 
Admission to the Cleveland showing is free, thanks in part to the generous support of 
National City, which is sponsoring the show’s tour. 

* * * 


For more information about CMA and its programs, call 1-888-CMA-0033 or 
(216) 421-7350, or visit www.clevelandart.org. 
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